Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 ABU DH 02240 171 124Z 

15 

ACTION NEA- 10 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 /030W 

020148 

R 171005Z AUG 76 
FM AMEMBASSY ABU DHABI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4801 
AMCONSUL DHAHRAN 
AMEMBASSY ATHENS 
AMEMBASSY DOHA 
AMEMBASSY JIDDA 
AMEMBASSY KUWAIT 
AMEMBASSY MANAMA 
AMEMBASSY MUSCAT 
AMEMBASSY ROME 
AMEMBASSY TEHRAN 

UNCLAS ABU DHABI 2240 

ATHENS FOR RTDO 

ROME FOR RCAA DWOR 

E.O. 11652: NA 
TAGS: BTIO, TC 

SUB J : FOEIGN GOVERNMENT TENDER: CIVIL AIRPORT POWER COMPLEX 

REF: ABU DHABI 329, ABU DHABI 397, ABU DHABI 505 
ABU DHABI 1015, ABU DHABI 1442, ABU DHABI 2026 

1. 520/0 1/T0035 
2.081676 

3. RB COURTNEY 

4. 520 UAE 

5. N 

6A. TENDER DOCUMENTS CAN BE OBTAINED FOR A NON- 
REFUND ABLE FEE OF 3000 DH (1 EQUALS 3.94 DH) 

PAYABLE IN CASH TO THE CASHIER, PUBLIC WORKS DEPT., 

ABU DHABI FROM: 
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6C AEROPORT DE PARIS 
291 BOULEVARD RESPAIL 
75014 PARIS, FRANCE 
TELEX 270 803 
OR AEROPORT DE PARIS 
PO BOX 2804 
ABU DHABI, UAE 

7. 5998/103.2/6138 

8. 17 NOVEMBER 1976 10:00AM 
9.201 

10. 9916101/0000,9916199/0000. INVITATION TO TENDER READS 
AS FOLLOWS: 

EMIRATES OF ABU DHABI 
DEPARTMENT OF PUBLIC WORKS 
PO BOX 3, ABU DHABI 
REF: 5998/103.2/6138 
DATE: SHAABAN, 1396 
12TH AUGUST, 1976 
INVITATION TO TENDER 

NEW ABU DHABI INTERNATIONAL AIRPORT POWER COMPLEX 
1 . DESCRIPTION OF WORK: 

THE EMIRATES AOF ABU DHBI IS INTENDING TO CON- 
STRUCT A NEW INTERNATIONAL AIRPORT IN ABU DHABI. 

THE SITE OF THE NEW AIRPORT IS AABOUT 10 KM. 

NORTHEAST OF MUQTA'A BRIDGE. THIS TENDER WILL 
COMPRISE OF THE CONSTRUCTION OF A GROUP OF 
BUILDINGS CALLED THE POWER COMPLEX TOGETHER WITH 
THE SUPPLY AND INSTALLATION OF THE VARIOUS 
EQUIPMENT 

A) ONE MAIN BUILDING WITH A GROUND AREA OF 6,000 
SQ. METRES AND OF A TOTAL SURFACE OF FLOORINGS OF 
15,000 SQ. METRES. 

B) 3 WATER TANKS OF A TOTAL VOLUME OF 18,000 CU. MET- 
RES. 

C) INSTALLATION FOR THE STORAGE AND DISTRIBUTION OF 
FUEL. 

D) 4 COMPRESSION REFRIGERATING PLANTS OF 2,800,000 
FG/H EACH. 

E) 2 DIESEL GENERATING SETS OF 1,200 KVA. 

F) 3 GENERATING SETS OF 4,500 KVA EACH. 
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G) BOARDS FOR HIGH AND LOW TENSION. 

H) 16 TRANSFORMERS OF 315 TO 2,000 KVA. 

I) PUMPING EQUIPMENT OF A CAPACITY OF 1,200 CU. 

METERES PER HOUR. 

DETAILED SCOPE OF THE WORK MAY BE OBTAINED FROM THE 
CONSLTANT MESSRS. AEROPORT DE PARIS/PUBLIC WORKS 
DEPARTMENT, ABU DHABI, WITH EFFECT FROM 2ND AUGUST, 
1976 ON APPLICATION. 
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2. TENDER DOCUMENTS: 

OBTAINABLE W.E.F. 9TH AUGUST, 1976, EITHER FROM: 

AEROPORT DE PARIS, 

291 BOULEVARD RESPAIL, 

75014 PARIS - FRANCE 
OR; 

AEROPORT DE PARIS, 

P.O.BOX 2804, 

ABU DHABI, UAE 

3. FEES: 

DH. 3,000/- (DIRHAMS THREE THOUSAND ONLY) PAYABLE 
TO THE CASHIER, PUBLIC WORKS DEPARTMENT. THIS AMOUNT 
IS NON-REFFUNDABLE AND MUST BE PAID IN CASH. 

4. SUBMISSION OF TENDERS: 

TENDERS SHOULD BE DEPOSITED IN THE TENDER BOX AT 
THE DEPARTMENT OF PLANNNING (OPPOSIT THE GRAND 
MOSQUE) NOT LATER THAN 10.00 A.M. ON WEDNESDAY, 17TH 
NOVEMBER 1976, ACCOMPANIED BY TENDER BOND OF DH. 

5 (FIVE) MILLION ISSUED BY A BANK IN ABU DHABI 
VALID FOR 120 DAYS (ONE HUNDRED AND ATWENTY DAYS) 

FROM TENDER OPENING DATE. 

5. ADDITIONAL REQUIREMENTS: 

A. BEFORE TAKING TENDER DOCUMENTS, INTERESTED TEN- 
DERERS ARE REQUIRED TO SUBMIT TO THE CONSULTANT 
DETAILS OF THEIR PAST EXPERIENCE OF THIS TYPE 
OF WORK. FIRMS WISHING TO BE CONSIDERED SHOULD 
BE SPECIALISED IN THE FOLLOWING WORK: 

A. QUALITY BUILDINGS. 

B. SUPPLY AND INSTALLATION OF ELECTRICAL 
EQUIPMENT. 

C. SUPPLY AND INSTALLATION OF MECHANICAL EQUIP- 
MENT INCLUDING AIR-CONDITIONING PLANT. 

B. TENDERERS WILL BE REQUIRED AT THE TIME OF PUR- 
UNCLASSIFIED 
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CHASING DOCUMENTS TO ADVISE THE NAME OF THEIR 
LOCAL PARNTER/AGENT, IF ANY. 

C. THE SUCCESSFUL TENDERER WILL BE REQUIRED TO 
FURNISH PROOF OF 5(B) ABOVE BEFORE THE CONTRACT 
IS AWARDED. 

D. THE SUCCESSFUL TENDERER AT THE TIME OF CONFIRMING 
DEPARTMENT OF PUBLIC WORKS' ACCEPTANCE OF THE 
TENDER WILL BE REQUIRED TO FURNISH A PERFORMANCE 
BOND OF 10 PER CENT (TEN PER CENT) OF THE ACCEPTED 
CONTRACT SUM VALID FOR THE CONTRACT PERIOD. 

6. THE EMIRATES DOES NOT BIND ITSELF TO ACCEPT THE LO-WEST OR ANY TEN 
DER. 

MOHAMMED KHALIFA AL KINDI, ACTING CHAIRMAN 
DEPARTMENT OF PUBLIC WORKS 

10B. THIS IS SECOND PHASE OF ABU DHABI CIVIL AIRPORT 
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PROJECT REPORTED REFTELS. 

1 1 . TO BE FINANCED BY THE ABOU DHABI DEVLOPMENT BUDGET. 

12. ACTION REQUESTED: PLEASE BE SURE TO NOTIFY DRAVO 
PITTSBURGH OF OPPORTUNITY. DRAVO IS IN CONTENTION 
FOR PHASE 1 (TERMINAL BLDG) OF PROJECT. 

STERNER 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 17 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ABUDH02240 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D76031 5-0389 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760848/aaaabpkw.tel 

Line Count: 175 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 4 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: 76 ABU DHABI 329, 76 ABU DHABI 397, 76 ABU DHABI 505 

Review Action: RELEASED, APPROVED 

Review Authority: CunninFX 

Review Comment: n/a 

Review Content Flags: 

Review Date: 1 2 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 APR 2004 by ReddocGW>; APPROVED <03 JAN 2005 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOEIGN GOVERNMENT TENDER: CIVIL AIRPORT POWER COMPLEX 
TAGS: BTIO, TC 
To: COM 
Type: TE 
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